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Being involved with ham training, I have been doing all the techical demos 
including AM & FM (Sigen), but I was ask to do a SIMPLE demo of ferrite 
rings 

ability to reduce QRM to & from leads. 
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The oscillator can first be used to demonstrate the square wave shape on the 
scope (Y1) & also on the spectrum analyser harmonics of a square wave (Y2). 
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Then via a 1 turn ferrite ring. 
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Then via a 8 turns on the same ferrite ring. 
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This works for large rings that you can put over mains leads, or even tiny 
cores to be wired in series with Mic signals etc. 


See also my tech buls on "Clip on QRM Probe", "Reducing Electronic RF QRM" 
"Spectrum Harmonic Demo circuit", “Scope RF Trick", "Tuned Circuit Scope 
Demo" 

& "Oscilloscopes". 


Why don't U send an interesting bul? 


73 de John G8MNY @ GB7CIP 
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